Brief comment text:

The 900 MHz band is a critical piece of spectrum used for various applications, including industrial, scientific, and medical (ISM) purposes, as well as amateur radio. It’s a unique band that supports a wide array of technologies, from garage door openers to more advanced uses such as LoRA. 
However, the changes proposed by NextNav would lead to significant interference with existing unlicensed, low-power devices that currently operate within these frequencies. 
There are many, many US citizens who rely on the availability of this ISM band. 
Historically, developers of communication systems which use ISM bands are far more innovative in their use of bandwidth than users of licensed spectrum. GPS already has sufficient licensed spectrum, and GPS developers could learn lessons from the ISM community and squeeze more bandwidth out of the spectrum already allocated. 
